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XTUBE ASSY (AW119 MKII AFT) 


Product #: D119-796-241 


D119-796-241 Rev. G 


Raised By: 


Product Name: 


"Y" or "N" Required for Each Part 


CTR SUPPORT NOT TO BE INSTALLED ON AFT CROSSTUBES TO BE SENT TO AGUSTA. ALL KITS WHICH INCLUDE THE D119-796-241 CROSSTUBE 
ADD POSITIVE RECALL TO D119-796-241 DRAWING AT CTR SUPPORT INSTALLATION STEP. 


****RE-WORK STOCK ON AS-REQUIRED BASIS FOR AGUSTA ONLY**** 


CTR SUPPORT IS STILL BONDED FOR ALL OTHER CUSTOMERS. NO CHANGE TO CURRENTLY APPROVED PROCESS. 


SHOULD INCLUDE THE D5122-1, D5123-1 (QTY 2) AND MS21920-28 CLAMPS LOOSE IN THE KITS 


ALEX PHARAND 


Description of Issue: 
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